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The paper presents the complete modeling and control strategy of variable 
speed wind turbine system (WTS) driven doubly fed induction generators 
(DFIG). A back-to-back converter is employed for the power conversion 
exchanged between DFIG and grid. The wind turbine is operated at the 
maximum power point tracking (MPPT) mode its maximum efficiency. 
Direct power control (DPC) based on selecting of the appropriate rotor 
voltage vectors and the errors of the active and reactive power, the control 
strategy of rotor side converter combines the technique of MPPT and direct 
power control. In the control system of the grid side converter the direct 
power control has been used to maintain a constant DC-Link voltage, and the 
reactive power is set to 0. Simulations results using MATLAB/SIMULINK 
are presented and discussed on a 1.5MW DFIG wind generation system 
demonstrate the effectiveness of the proposed control. 
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1. INTRODUCTION 

Actually, there are several sources of renewable energy, wind energy, hydropower, geothermal 
energy, biomass, biofuel and solar energy [1], Wind and solar electric power generation systems are popular 
renewable energy resources [2], The wind energy conversion system (WECS) has been considered to be one 
of the main energy resources are growing rapidly among the other renewable generation power technologies 
due to its freely available, clean and renewable character [3-5]. Wind energy conversion systems are 
basically divided into two fixed and variable speed. 

Variable speed WECS have been many advantages: operation at maximized power capture over a 
wide range of wind speeds, reduced mechanical stresses imposed on the turbine, and improved power quality 
compared with fixed speed WECS[5], [6], The variable speed WECS using the DFIGs are suitable and 
promising for application in wind energy. The DFIG is particularly employed for high-power applications, 
due to the lower converters cost and lower power losses [7], 

The WECS based DFIGs control comprises both the rotor side converter (RSC) combines the 
technique of MPPT and grid side converter (GSC) controllers so that the RSC controls stator active and 
reactive powers and the GSC regulates dc-link voltage as well as generates an independent reactive power 
that is injected into the grid [7], [8], for RSC traditionally the vector control (VC) based on a stator flux 
orientation[7], [9] using proportional-integral (PI) controllers [10], However, it has some disadvantages, such 
as its dependence on the machine parameters variation, that its performance largely depends on the tuning of 
the PI parameters, must be optimally tuned to ensure the system stability within the whole operating range 
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and attain sufficient dynamic response during the transient conditions [7]. In order to overcome the 
aforementioned problems, different nonlinear control methods such as direct torque control/direct power 
control (DTC/DPC) have been proposed of DFIG based wind turbine systems has proposed recently [11], 
[12], These control methods directly detect the error of torque, flux, active power and reactive power and 
then choose the desired rotor voltage to IGBTs via a lookup table. The main advantages of DTC/DPC 
methods include fast response time and less dependence on DFIG parameters, generates the variable- 
frequency signal. For GSC various control strategies have been proposed. It can be classified for its use of 
current loop controllers or active/reactive power controllers. The well-known method of indirect active and 
reactive power control is based on current vector orientation with respect to the line voltage vector. It is 
called voltage-oriented control (VOC) [13]. However, the final configuration and performance of the VOC 
system largely depend on the quality of the applied current control strategy. Over the last few years, an 
interesting emerging control technique has been direct power control (DPC) [14-16]. DPC becomes a study 
hotspot for its simple control model, there are no internal current loops and no PWM modulator block, fast 
dynamic response [13], [15], [16], and the converter switching states are appropriately selected by a 
switching table based on the instantaneous errors, between the, commanded and estimated values of 
instantaneous active and reactive power, and the power source voltage vector position [14] or virtual-flux 
vector position [15], [16], 

In this study, DFIGs are operated in MPPT mode and, therefore, speed control is necessary and 
ensured by (IP) regulator for the control strategy on the RSC. This last is controlled by direct power control 
(DPC) and GSC is controlled by Direct Power Control (DPC). 


2. MODELING OF WECS COMPONENTS 

A typical WECS configuration has been presented in Figure 1. The considered topology consists of: 
Turbine via a gearbox connected to DFIGs, which the stator of DFIGs connected directly to the grid and the 
rotor is connected to back-to-back converter, which includes RSC and GSC [4], [17], 



Figure 1. The scheme of variable speed wind turbine system with DFIGs and back-to-back converter system 


2.1. Model of Wind Turbine Aerodynamic 

The aerodynamic power P tur captured by the wind turbine is given by [17] : 

Ptur=l-C p a,fi.p.S.V 3 (1) 

Where: p is the air density (1.25 kg/m 3 ); S is wind turbine blades swept area in the wind (m 2 ) ; R is the 
turbine radius (m) ; v is wind speed(m/s) ; [3 blade pitch angle (°) and X is the tip-speed ratio defined by : 


^ ^ tur-R 

v 


( 2 ) 


C p is the power coefficient of wind is treated in bibliographies for a wind of 1.5MW [17], [18]; by: 
C P (A,/?) = (0.5 - 0.0167. (p - 2)).sin - 0.00184. (A - 3). (/? - 2) (3) 
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Expression of the aerodynamic torque is given by[17]: 


T tur = ^ = —p. R 3 . C V (A, R ) 
tur n tur 2 A r pv -py 


(4) 


The gearbox is the connection between the turbine and the generator modeled by [17] : 


_ T tur 

G 

(5) 

— g . n tur 

(6) 


Where: T mec is mechanical torque, £2 tur , £2 mec are the turbine and generator speed, and G is the gearbox ratio. 
The equation of system dynamics, can be written as [17] 


/ 


d£l n 


dt 


■ + /.a 


— T —T 

mec 1 mec 1 em 


(7) 


Where: / is the viscous friction coefficient, T em is the electromagnetic torque of the generator. 

2.2. Model of Doubly Fed Induction Generator 

The electrical equations of the stator and rotor voltages of the DFIG are written[17], [18]: 


V sd = Rshd + dj ^-co s (p sq 
Vm ~ R Jsn + 


v sq 

V rd = R r I rd + d ^-0J r <Pr q 
V rn = R r I rn + + CO r (prd 


v s 1 sq 

~( r I r d 


( 8 ) 


\ v rq 


y r 1 rq 


The stator and rotor flux are expressed by [17], [18]: 


f < Psd ~ L s Isd MI r d 

tysq ~ L s lsq "I” MI r q 

| Prd ~ L r I rd H - MI S d 

<(Prq ~ L s Irq MI r q 


(9) 


Where: R s , R r , L s and L r are respectively the resistance and inductance of the stator and the rotor ; M is the 
mutual inductance, I S d, I sq , I r d, I rq represent the d and q components of the stator and rotor currents ; co s is the 
statar angular frequency (m r = (jl) s _P. Q mec ); co r i S rotor angular frequency.and P number of pole pairs. 
Equation (10) represents the expression of electromagnetic torque [17] : 

^em — P T~ ((Psdlrq ~ Vsq^rd) (19) 

‘-'S 

2.3. Modeling of the Connection of Grid Side Converter 

The capacitor current and The voltage across the capacitor of DC-Link voltage are obtained [19] : 

{ A: An grid An mac 

dVac _ 1 j (11) 

dt C ' c 

Elsewhere, the grid phase voltages can be expressed [19] : 

V ga = Rflfa + L f + V fa 

<V gb =R f I fb +L f ^+V fb (12) 

Vg C =R f I fc + L f ^ + V fc 
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Where: I m _mac, Im_grid are the currents modulated by the RSC and the GSC; Rf, Lf: resistance and inductance of 
the grid filter ; Vf a , Vfb, Vf C : inputs voltages of the GSC ;lf a , Ifb, Ifc: The currents flowing through the filter. 


3. CONTROL STRATEGIES OF WECS 

The control strategy used in this paper includes the MPPT algorithm by controlling speed of DFIG, 
the DPC for RSC by controlling the stator active and reactive powers and the DPC for GSC by controlling 
the DC-Link voltage and active and reactive powers exchanged with grid. 

3.1. Maximum Power Point Tracking with Speed Control 

For this study, it will be assumed, whatever the power generated, the electromagnetic torque 
developed is at all times equal to its reference value T em =T emre f [17], [18], 

This technique consist of determining the speed of the turbine Q tur which makes it possible to obtain 
the maximum power generated. Thus, the electromagnetic torque must be adjusted on the DFIG shaft so as to 
fix the rotational speed of at a reference speed at the output of the speed controller (I-P) [17] (Figure 2). 



Figure 2. Model of Turbine with speed control of the generator 


The Q turrc f corresponds to that of the optimum value of the allowing it possible to obtain the 
maximum value of the Cpmax we can write: 


^opt- v 
R 


(13) 


This reference speed depends on the O turre) to be fixed to maximize the extracted power, we have: 


^mecref ~ G.Q,turbref (14) 

3.2. Direct Power Control of DFIG with Rotor Side Converter 

DPC was originally developed for the PWM control of power inverters [15], [16]. Eventually, given 
its fast, yet robust and precise power tracking capabilities, DPC has become one of the main control 
strategies for DFIG-based WECS [11]. It is based in which the controls of active and reactive powers are 
directly controlled, without the intermediate step of using current regulators as in field oriented control. In 
fact, it is based on the determination of instantaneous rotor vectors in each sampling period regarding desired 
stator active and reactive powers. 
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Figure 3. Basic DPC bloc diagram 

The block diagram of the conventional DPC is depicted in Figure 3. As it is shown, the computed 
values of stator active and reactive powers are compared to the corresponding references, and the errors are 
sent to 3-level and 2-level hysteresis regulator proposed for active power controller and reactive power 
controller respectively [11], Using the outputs of hysteresis comparators and also the sector number which 
stator flux in rotor frame lies in, a proper voltage vector is selected from the switching table [11], 

If stator and rotor resistances are neglected indicate that, having a constant stator flux tp s and the 
rotor flux is obtained from equation(15), it is indicate that variation of rotor flux is dependent to applied rotor 
voltage [5], [20], 


dtp]. 


= v r r - r t i; 


V r r 


(15) 


Where: cp r r , V r r and I r r are the rotor flux, voltage and current, expressed in the frame linked to the rotor. 

Therefore, by selecting an appropriate voltage vector, tp r r can be controlled. Thus, if the position of 
stator flux in rotor frame is known, the change of (p,‘sin§ and tp/cosb is achieved. 

Where: 5 the angle between stator and rotor flux vectors. 

The eight voltage vectors of a two-level RSC which the vector plane is divided to six sectors 
Instantaneous active and reactive powers can be estimated from relationships [12]: 

(Ps — ~ (Ysalsa + V s pl s p) 

3, > ( 16 ) 

IQs = -iYsplsa ~ V sa I s p ) 

The digitized error signal Sp and Sq and the rotor flux sector are input to the switching table in 
which every switching state S a , Sb and S c of the converter as shown in Table 1 [20]. 


Table 1 Optimal switching table for RSC 


S, 

Sp 

Si 

5 2 

6 3 

5 4 

85 

8 6 


1 

V 2 

v 3 

V 4 

v 5 

V 6 

V, 

0 

0 

Vo 

V 7 

Vo 

V 7 

Vo 

V 7 


1 - 

V 6 

V, 

v 2 

V 3 

v 4 

V 5 


1 

V 3 

V 4 

v 5 

V 6 

V, 

v 2 

1 

0 

V 7 

Vo 

V 7 

Vo 

V 7 

Vo 


1 - 

V 5 

V 6 

V, 
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3.3. Direct Power Control of Grid Side Converter 

The main idea of DPC is similar to the well-known direct torque control (DTC) for induction 
motors. Instead of controlling torque and flux, the instantaneous active Pg and reactive Qg powers are 
controlled [14-16], The block scheme of DPC for GSC is shown in Figure 4. 
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Figure 4. Direct power control for GSC 


The main idea of voltage based power estimation for DPC was proposed in [14]. The instantaneous 
values of active and reactive powers in grid voltage sensorless system are estimated by: 


Q 


9 


1 

V3 


p g - L f {~fr I a a + ~^T I gb + ~^ ! gc) + v dc(S a I ga + S b I gb + S c I gc ) 

l 3L f (if V + d ~£ V) - V dc{SaQg b - Igc ) + S b (/ ae - I 9 a) + 5 c (/ flc 



(17) 


The grid-line voltage sector is necessary to read the switching table; therefore knowledge of the line 
voltage is essential. However, once the estimated values of active and reactive power are calculated and the 
grid-line currents are known, the line voltage can easily be calculated as [13], [14]. 


\Vga] 

1 

7 /« 


\ p g] 

\y gP \ 

,2 , ,2 
l fa+ l fP 

UfP 

If a J 



The commands of reactive power Q gref set to zero for unity power factor and active power P„ ref is 
obtained after being added to the P cref delivered from the outer PI-DC-Link voltage controller the power 
generated by the DFIG P m mac = I m _ mac- Vd C are compared with the estimated Q g and P g values, in reactive and 
active power two-level hysteresis controllers, respectively [4], 

The digitized variables d p ,d q and the line voltage vector position 0= tarf l ('V„„/V g [>) form a digital 
word, which by accessing the address of lookup table selects the appropriate voltage vector according to the 
switching table[16], [21]. For this purpose, the stationary coordinates are divided into 12 sectors [21] : 

Table 2 shows the switching table for GSC 


Table 2 Switching table for GSC 
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4. SIMULATION RESULTS AND ANALYSIS 

The simulation of the wind system based on a DFIG with the considered control systems illustrated 
in Figure 1 has been implemented in MATLAB/Simulink. The parameters used are given in the annexes. 

Figure 5 shows the example of wind profile applied to the studied system; two speed wind profile 
equal to 11 m/s (Os to 5s) and 18 m/s (5s to 10s) which corresponds to two operating points one in hypo 
synchronous mode and the other in hyper synchronous mode. 

Figure 6 shows the waveforms of optimal reference speed and measured speed of DIFG obtained 
from simulation of control system. It can be seen, that the generator speed is accurately adjusted to the 
waveforms of optimal reference speed, which is obtained from MPPT. 

Figure 7 and Figure 8 shows the DFIG stator active and reactive powers with their references. The 
stator active power reference is obtained by the MPPT control. The reference of reactive power maintained at 
zero to ensure a unit power factor in order to optimize the quality of the energy returned to the grid. DPC for 
DFIG see a good performances and the robustness of the power control compared with vector control. 
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Figure 5. Wind speed profile 
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Figure 7. Stator active power control 


Figure 6. Speed control of DFIG 
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Figure 8. Stator reactive power control 


The Figure 9 presents the waveform of the DC link voltage; The DC link voltage reference is set to 
1200 V, the measured voltage perfectly follows the reference voltage with the exception of the initial 
conditions where the voltage control loop does not have enough time to react, at 5s light variation of DC- 
Link voltage due to the passage of hypo synchronous mode to the hyper synchronous mode. 
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Figure 9. DC Link Voltage control 


Figure 10 and 11 shows the instantaneous active and reactive power delivered to the grid follows 
their references. From Figure 11, it can be noticed, that the instantaneous reactive power is constantly 
maintaining at zero values, while the active power changes at 5s of a value positive to a value negative. 
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Figure 10. Grid active power control 


Figure 11. Grid reactive power control 
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Figure 12 presents the waveforms of the grid phase voltage and filter phase current, during (t=ls to 
5s), are in phase directly, the DFIG rotor absorbs active power from the grid (hypo-synchronous), and (t = 5s 
to 10s) are in antiphase, so the DFIG rotor also provides active power to the grid (hyper-synchronous). 



Figure 12. Grid voltage and filter current 


5. CONCLUSION 

In this paper the dynamic modeling and control of wind energy conversion system with variable 
speed driven DFIG is presented with a wind profile a two operating points: hypo and hyper synchronous. The 
control of DFIG with RSC is based in direct power control with cooperation of MPPT algorithm including 
speed generator control based on IP controller, the DPC of generator is capable of decoupled control of stator 
active and reactive power without rotor position sensors and has been in an optimal power controller for 
maximum energy capture in wind energy application, DPC show the faster time reponce. DPC of GSC 
enables to keep the DC-Link voltage to reference value based on the PI controller and to adjust the reactive 
power of the system. The DPC not using internal current control loops and no PWM modulator block. By 
analyzing it is determined that the DPC provides a good dynamic of the system and keeps its robustness. 

The simulation results of WECS obtained are satisfactory, have a good performance and good 
control proprieties between measured and reference quantities (speed generator, stator and grid active and 
reactive power, DC-Link voltage). The combined VC and DPC (VCDPC) in WECS are very promising. 

ANNEXES 

Parameters of Turbine [18] 

Rated Power of Turbine=1.5MW; R=35.25m; G=90. 

Parameters of DFIG [18] 

Rated Power of DFIG=1.5MW; V S =690V; R s =0.012£2; R,=0.021G; L S =0.0137H; L,=0.0136H; M=0.0135H; 
I=1000kg.m 2 ; f=0.0024kg.m 2 /s; P=2. 

Parameters of Filter RfL f and Capacitor of DC-Link voltage [18] 

R f =2.10' 3 Q; L f =2.10" 3 H; C=4400pF. 
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